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Wi MOaAiNDtM FOB: Member* of the Building 

'tee ring Committe© 


SUBJECT; 


R afliting Plan® 



Q: 2 6^6-1978 - B 

I. The diagrammatic drawings submitted by the architect 

Inarch 25* 1557, haw© km reviewed by the Public Buildings Ser- 
vice aad members of the Buil d in g dimming .staff with the result 
that, with a few relatively minor technical changes, they can b*. 
returned to the architect with our approval and instructions to pro* 
coed with tha next phase of dm planning, which is the development 
of Tentative v or king .Drawings, la order to expedite the develop* 
mem of these plans* 1 have agreed with the architect and PBS that 
the Building Planning Staff could assist by furnishing certain in- 
formation relating to the general petitioning of division level (ID/ P 
Branch level) components la the building* la addition to actual lay* 
outs of rooms in certain selected area*. 


2, la order that we can proceed with the p lanning on this 
basis and maintain the tight production schedule established for 
the architect, it is Important that the Information wo give him now 
be aa detailed and. accurate as wo can make it. Changes in the 'divi- 
sions of the components which will occupy the b uilding , or in the 
positioning of the occupants within the building should be made asw 
before wo give tho instructions to the architect for Ms use in the 
tentative drawing phase of the planning* Any changes la these de- 
tails after ho has these instructions must bo hold to tit# minimum 
because sack change will ba costly not only in terms of delaying the 
schedule* bwt very likely will result in the payment of an additional 
architectural fee. 


3. If you have any changes to suggest aimer with regard to 
the occupants of tho building, or their poeitiouiiig in th e plans* 1 
would appreciate you notifying me in sufficient time to reach any 
necessary agreement am l prepare oar instructions to be- delivered 


to the architect not later than 19 
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